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Message Text 


UNCLASSIFIED 

PAGE 01 OTTAWA 0293 1 062259Z 
64 

ACTION NASA-04 

INFO OCT-OI EUR-25 ISO-00 SCI-06 DRC-OI RSC-OI /038 W 

056537 

R0622I4ZDEC73 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 2261 

UNCLAS OTTAWA 2931 

DEPT PASS NASA 

E.O. 11652: N/A 
TAGS:TBIO 

SUBJECT: MEETING, BIOLUMINESCENT BACTERIAL DETECTION 

DEUTSCH DIRECTOR BIOENGENEERING DIVISION MICROBIOLOGY AND 
HYGIENE INSTITUTE, UNIVERSITY OF MONTREAL APPRECIATES 
INVITATION TO ATTEND MEETING AT GODDARD AND PLANS TO 
SEND REPRESENTATIVE. PLEASE ADVISE PRECISE MEETING 
DATE ASAP IN ORDER THAT INSTITUTE MAY MAKE NECESSARY 
TRAVEL ARRANGEMENTS. 

JOHNSON 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: SCIENTIFIC MEETINGS, BACTERIA 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 06 DEC 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973OTTAWA02931 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: OTTAWA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9731 241 /aaaabdwx.tel 

Line Count: 37 
Locator: TEXT ON-LINE 
Office: ACTION NASA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: kellerpr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 SEP 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 -Sep-2001 by thomasv0>; APPROVED <02-Jan-2002 by kellerpr> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MEETING, BIOLUMINESCENT BACTERIAL DETECTION DEUTSCH DIRECTOR BIOENGENEERING DIVISION MICROBIOLOGY AND 
TAGS: TBIO 
To: STATE 
Type: TE 
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